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(Ik July 1953). the wr^fcj 
theTechnica^^rgi^gg 
^isfted the offices o^PP^KBP^PB^PMHl 
(PJ^Ppanc^uta^jgeeL^^tested in a treneralwaj 
device thisSgSBflHI^PPf had brought frcrgHjHj 


to Washington., 


2. These tests, referred to above, were of a perfunctory 
nature and concerned the working of the device rather than testing 
of the device for the needs of IRB or the Technical Branch. 


3. This conferenc^^^isJLuded at approximately 11:15 
th^agreenent that aftei^PJBlhsd made a brief study of thejgpjf^PS 
^K|Phdevice And hari^^cehwhatever photographs or papers they con- 
sidered necessary, tmHjp^people responsible would^^^^^^o^^^ 
with the writer and arrange for the delivery of tn^gBP(|||PWVRP^ 
device and related papers to the Technical Branch. Ho time was 
estimated for thin but the writer was ^nf^ried that .this would not 
take long, the implication being that^gjjP interest would be only 
a matter of a few days. Oj 


It should be noted for the record thari4MpPggPP||r and 
^BpHPIcwere both ou t, p_£._the_cit y for this demonstration . The 
,/riter left word forj^H|jpj((PBJgt^^y^Ti^upon her return to 
her desk in connection with theifllBSBBBBPitievice matter. 


5 . Thereafter, arrangements were made to 

discuss certain Secret matters with the writer at 3 : C0 FW the same 
da^^ndjto discuss certain matters pertaining to the polygraph with 
’nHBBEI and pwnuri on the following day, Wednesday, /) 

rjfjGy 1953, SfKBSnMKLs office. * 







